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AMENDMENT NUMBER ONE TO THE MEMORANDUM OF UNDERSTANDING (MOU) 
BETWEEN THE DEPARTMENT OF DEFENSE OF THE UNITED STATES OF AMERICA 
AND THE MINISTER OF DEFENSE OF THE FEDERAL REPUBLIC OF GERMANY FOR 
THE COPRODUCTION AND SALE OF MODULAR THERMAL IMAGING (MOD FLIR) 

COMMON MODULES DATED 10 JUNE 1991 


WHEREAS representatives of the Department of Defense and the Minister of Defense, acting for 
their respective governments, desire to amend the Memorandum of Understanding of June 1991 
on the Coproduction and Sale of Modular Thermal Imaging (MOD FLIR) Common Modules, 
they have reached the following agreements: 

Section 1, paragraph 1.5, delete second sentence and replace with, "The December 22, 
1981 MOU between the U.S., GE, and the Government of the Netherlands was terminated by 
separate action on June 10, 1991 " 

Section 2, paragraph 2.3, delete, "(DD Form 1 5 1 3)." 

Section 4, paragraph 4.4, change, "quarterly" to, "annually." 

Section 9, paragraph 9.2, at the end of the paragraph add, "For the incremental quantity of 
detector dewars and cryogenic coolers authorized under Amendment one to this MOU, i.e. 4000 
of each category, there is no royalty fee or nonrecurring recoupment charge." 

Annex B, revise quantity for Detector Dewars category to 1 1,000. 

Annex B, revise quantity for Cryogenic Coolers category to 11,000. 


THIS AMENDMENT TO THE MEMORANDUM OF UNDERSTANDING BECOMES 
EFFECTIVE ON THE DATE OF THE LAST SIGNATURE AND WILL REMAIN IN EFFECT 
FOR THE SAME PERIOD OF TIME AS THE MOU WHICH IT AMENDS. 

FOR THE DEPARTMENT OF DEFENSE FOR THE FEDERAL MINISTER OF 

FOR THE GOVERMENT OF THE DEFENSE OF THE FEDERAL 

UNITED STATES OF AMERICA REPUBLIC! OF GERMANY 



Place 


Place 


